, 12. Muchkundi Dam

(Masonry)

I. GENERAL

(1)   Height above  the lowest river
bed

(2)   Location

(3)  Authority or owner

(4)  Purpose-Main and subsidiary

(5) * Tear of commencement

(6)  Tear of completion

(7)  Capital cost

7 u (a) Estimated
(j>) Actual

(8)  Culturable area commanded by
the project

(9)  Area irrigated

(11) Means of access

60 feet

Bajapur   district,   Bombay    State,
. Ghataprabha   river   Basin   (Twe
Nalas).

Bombay Government

Irrigation

1879

1884

Rs. 1,68,420
Es. 1,58,707   *

5,417 acres

The storage of water in the tank is
uncertain owing to the scantly rain-
fall in the area and the smallness of
catchment. Hence the area irrigat-
ed is varying every year depending
upon the water in the tank.
Average area being 10 acres.

It is accessible  by a   road from
Bagalkot.

II. GEOPHYSICAL

(1)  Area of catchment

(2)  Nature of catchment

(3)  Mean   annual  precipitation

(a) Rainfall

26*76 square miles
Hilly country

19*94 inches
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